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SUBJECT: GENERAL ELECTRIC GAS TURBINES 
REF: ABU DHABI 1054 

1. LEE CAULFIELD OF INTERNATIONAL SALES DIVISION OF 
GENERAL ELECTRIC, ACCOMPANIED BY TWO ENGINEERS, EXPECTS 
TO ARRIVE ABU DHABI 2300 AUGUST 9. THEY ARE BRINGING 
SOME EQUIPMENT WITH THEM AND ARE HOPEFUL THAT THEY 
CAN HAVE TURBINE OPERATING BY AUGUST 22 DEADLINE. THEIR 
VISIT WILL BE FOLLOWED UP BY ARRIVAL OF HOYT STEELE, 

VICE PRESIDENT OF INTERNATIONAL SALES WHO EXPECTED TO 
ARRIVE TUESDAY, AUGUST 13. GE REPS WILL SEEK IMMEDIATE 
MEETING WITH SHAIKH SOROUR. 

2. YOU MAY WISH TO INFORM SHAIKH SOROUR OF THESE VISITS 
AND THAT GENERAL ELECTRIC IS DOING BEST TO RESPOND TO 
AMBASSADOR'S RECOMMENDATION TO SEND HIGH LEVEL DELEGATION 
TO ABU DHABI. KISSINGER 
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